THE LADy CHAPEL AT LIVERPOOL

When finally completed, Liverpool Cathedral, which belongs to the twentieth century, will be
the largest and longest in England.    In length it will exceed Winchester, at present our largest
cathedral, by over 90 feet.   Here we see the Lady Chapel, looking to the East.   This was the
first part to be opened for public worship, and it is as large as an ordinary parish church.
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